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Attached is the smoking monitor cigarette preparation procedure. 
This procedure is detailed and describes the stages of preparation from 
the planning through the calibration phase. 

This procedure applies to the preparation of all smoking monitor 
cigarettes but is based on the most recent October, 1985 Monitor #24 
cigarette preparation. 
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